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INDIAN RAILWAYS 
INTRODUCTION OF AC 25 KV TRACTION 

“ WARNING TO ROAD USERS ” 


The 7th January 2013 
No. 146—TRD-KUR-T-23F./2013—It is notified for information of the public that in connection 
with introduction of 25 KV AC Electric Traction over the noted section of East Coast Railway, height 
gauges have been erected at all the level crossing with clear height of 4.67 mtr. above road level 
with a view to preventloads of excessive height from coming into contact or dangerous proximity to 
live traction wire . 


Public are hereby notified to observe the height specified above for the purpose of loading 
vehicles and to see that the loads carried in road vehicles do not infringe the height gauges under 
any circumstances . 

(i) Danger to the height gauge and consequent obstruction to the road aswell as the railway ling 
( ii) Danger to thematerials or equipment carried or the vehicle itself 
(iii) Danger or fire and risk of life due to contact with or dangerous proximity to the conductions 


Sections : 


Description 


Station 


From Loc . 


To Loc . 


Si. 
No. 


Total Length 
in TKM 


1 


Talcher 


Chainage Chainage 


5.6 TKM 


Electrification of private siding of 
M /S GLOBAL Siding at Talcher in 
Khurda Road Division . 


675.119 mtrs 4907.959 mtrs 
from CSB of from CSB of 

Talcher Talcher 


Date ofEnergization - 1-3-2013 


PIYUSH SINGH 


Sr.Divl. Elect.Engineer (TRD ) 

Khurda Road 
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